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FOLLOW-UP NR TWO TO MY 3/H10/CCA/R 10-62. 
FLOWN ON 06 DEC 62. 
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SF'vT ION FOUR* PART ft. VOICE REFLECTION 
FLWO INFO DERIVED FM SYSTEM THREE READOUT FN MSN 

-.06 DEC 62. 

AN UNID ACFI* SUBORp TO AN UNID UNIT, WAS NOTED IN REACTION TO MSN 
AOFT. ACFT WAS FIRST NOTED AT 0106Z B EING CONTACTED BY AN UN ID SCI 
CUTR CONCERNING POSITION OF MSN AC FT. 


WAS PASSED AT THIS TIME, AT 01 HZ THE AC FT WAS 
TOLD BY THE CNTR TO "CHECK UP." AT 01111 THE ACFT ADVISED THE CNTR 
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